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Executive Office of Health and Human Services 
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William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 
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SECRETARY 
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COMMISSIONER 
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Ryan Sullivan 

Assistant District Attorney, Middlesex County 
Mr. Sullivan, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample£^^^^^m 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/MS analytical data for sample | 

If you have any questions about these materials, please call me at the number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617} 983-6632 


Corbett email PRR 006075 




PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


he Commonwealth oj Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 


Boston Drug Laboratory 

State Laboratory Institute 

Amherst Drug Laboratory 

Tel (617) 983-6622 


Tel (413) 545-2601 

Fax (617) 983-6625 


Fax (413) 545-2608 

Boston Hours 


Amherst Hours 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 



Corbett email PRR 006076 








Date Analyzed: o X-O °i~ V O 


City: Everett Police Dept. 
Officer Detective COLLEEN STABILE 


Amount: 

No. Cont: 1 Cont: pb 

Date Rec'd: 07/06/2009 
Gross Wt.: 7,49 



Subst:SUB 


No. Analyzed: 
Net Weight: 
# Tests" 
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DRUG POWDER ANALYSIS FORM 



PRELIMINARY TESTS 



PRELIMINARY TEST RESULTS A GC/MS CONFIRMATORY TEST 



Revised 7/2005 
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Area Percent / Library Search Report 


t' 


sp />, 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM7\02_08_10\696804.D 

Operator : KAC 

Date Acquired : 8 Feb 2010 9:45 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Abundance TIC: 696804.D\data.ms 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


696804.D Mon Mar 26 11:12:04 2012 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q1-2010\SYSTEM7\02_08_10\696805.D 

KAC 

8 Feb 2010 9:58 

COCAINE STD 

5 

DRUGS , M 
RTE 


Abundance 

1000000 

500000 


4.$36 


TIC: 696805. D\data.ms 


T 


T 


~r 


Time--;* 2.00 2.50 3.00 3.50 4.00 4.50 


I T"’1' T ' 1 I F J I P 

5.00 5.50 


"P 


~P 


"P 


6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret, Time 

Area 

Area % 

Ratio % 

4.336 

1172658 

100.00 

100.00 


696805.D 


Mon Mar 26 11:12:07 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM7\02_08__10\696805.D 

Operator : KAC 

Date Acquired : 8 Feb 2010 9:58 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\ PMVJTOX2 . L 

PK# RT Library/ID CAS# Qual 


1 4,34 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.289 io 4.490 min.: 696805. D\data. ms (-) 



Abundance #29: COCAINE 



696805.D Mon Mar 26 11:12:08 2012 Page 2 
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Area Percent / Library Search Report 


Information from 

Data File: 

File Name ; 

F:\Q1-2010\SYSTEM7\02 08 10\696818.D 

Operator : 

KAC 

Date Acquired : 

8 Feb 2010 12:42 

Sample Name : 

BLANK 

Submitted by : 

KAC 

Vial Number : 

1 

AcquisitionMeth; 

DRUGS.M 

Integrator : 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


696818.D 


Mon Mar 26 11:12:22 2012 


Page 1 


Corbett email PRR 006082 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM7\02_08_10\696819.D 

Operator : KAC 

Date Acquired : 8 Feb 2010 12:55 

Sample Name 

Submitted by : KAC 

Vial Number : 19 

AcquisitionMeth: DRUGS,M 

Integrator : RTE 


Abundance 


TIC: 696819.D\data,ms 



Time-> 2.00 2.60 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 J.00 8.50 9.00 9.50 


Ret. Time Area Area % Ratio % 

4.341 1836678 100.00 100.00 


696819.D Mon Mar 26 11:12:26 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM7\02_08_10\696819.D 

Operator : KAC 

Date Acquired : 8 Feb 2010 12:55 

Sample Name : fSBBKSBKSSM 

Submitted by : KAC 
Vial Number : 19 

AcquisitionMeth: DRUGS.M 
Integrator RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW TOX2.L 

PK# RT Library/ID 


1 4.34 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


CAS# Qual 


Minimum Quality: 80 
Minimum Quality: 80 



Abundance 


#29: COCAINE 



696819.D Mon Mar 26 11:12:26 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM7\02_08_10\696827.D 

KAC 

8 Feb 2010 14:36 

BLANK 


DRUGS,M 
RTE 


Abundance TIC; 696827.Dkfata.ms 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


696827.D 


Mon Mar 26 11:12:40 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM7\02_08_10\696828.D 

KAC 

8 Feb 2010 14:49 

COCAINE STD 

28 

DRUGS.M 
RTE 


Abundance 
1000000 
800000 
600000 
400000 
200000 

01 I"' r I T |~~i .- l l l : ’ T l if : } ,■ kt; | I I I - I I . I | . | - | r n - T - r -r -T -r- | - : -r -] — r - r —- j - 1 —T T - : -]- ! — r : — 

Time~> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret, Time 

Area 

Area % 

Ratio % 

4.336 

1106980 

100.00 

100.00 


TIC: 696828.Dldata.ms 

4.336 


696828 .D 


Mon Mar 26 11:12:44 2012 


Page 1 


Corbett email PRR 006086 




Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM7\02_08_10\696828.D 

Operator : KAC 

Date Acquired : 8 Feb 2010 14:49 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number ; 28 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


l 4.34 C:\Database\SLl.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.289 to 4.469 min.: 696828.Dtdala.ms (-) 



Abundance #29: COCAINE 

82 



696828,D Mon Mar 26 11:12:45 2012 Page 2 
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